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British Medical Association. 
CURRENT NOTES. 


. Repairs and Spare Parts for Doctors’ Cars. 

Tue -Priovity Branch of the Ministry of Munitions has 
sent to the British Medical Association a copy of a circular 
addressed by the department to all makers of motor cars 
and cycles with reference to the supply of spare parts, 
and the execution of repairs to motor vehicles of their 
manufacture. The circular authorizes such manufacturers 
to supply spare parts, or execute repairs to motor cars or 
motor cycles used by doctors, dentists, or veterinary 
surgeons, necessarily for professional purposes, without 
application to the Ministry of Munitions, where the total 
value (including the value of labour as well as of material) 
does not exceed £10 at any one time for any one vehicle. 
The manufacturer must furnish to the Priority Depart- 
ment a monthly return of all orders executed by him under 
this authorization, accompanied by the written declara- 
tions of the users. The declaration must accompany. 
each order, and be written in the following form: 


hereby declare that 


falls under the class of vehicle enumerated in Class (1). 

The proviso is made that no order may be executed 
under this authority if such would directly, or indirectly, 
interfere with, or delay, the progress of any work in 
Class.‘ A.” If medical practitioners are unable to obtain 
their requirements from the makers of their cars under 
the above.conditions, or if they need repairs and spare 
parts°8tweeainy “£10 in value, they should then, and then 
only, apply to the Priority Branch of the Ministry of 


- Munitions, 1, Caxton Street, Westminster, S.W.1, for 


assistance, stating their requirements and the reasons 
for urgency. 

A Motor Car Badge for Members of the Association. 

In view of the new regulations restricting the use of 
motor cars to persons engaged in specified duties, the 
Council of the British Medical Association at its last 
meeting decided that a badge of distinctive character 
should be issued to members of the Association for affixing 
to their cars. A badge has therefore been designed, and 
will shortly be ready for issue. to members who desire it. 
It will be of paper, gummed for attaching to the inside of 
the wind screen, and printed with the caduceus within the 
words “ British Medical Association.” It will be issued at 
the cost of ls. to any member who undertakes to use it 
only when his car is engaged on professional or other 
duties within the regulations. Steps will be taken to 
bring it to the notice of all police authorities, who, in view 
of its significance and the conditions under which it is 
issued, will, it is hoped, give geneval instructions that cars 
displaying it are to be held up for inquiries as little as 
possible. The badge is expected to be ready for use by 


the new year, and further particulars as to its issue will be 
given in this column, and also by-notice to secretaries of 
Branches and Divisions. ; 


Conditions of Dental Practice. : 
- The Medico-Political Committee has accepted on behalf. 
of the British Medical Association the invitation of the 
recently appointed Departmental Committce on the working. 
of the Dentists Act, 1878; and matters connected therewith, 
to submit a memorandum dealing with (a) the extent and 
gravity of the evils connected with the practice of den- 
tistry and dental surgery by persons not qualified under. 
the Dentists Act, and (b) the extent of the inadequacy 
of the supply of qualified dentists and dental surgeons. 
Valuable information has been obtained from Branches 
and Divisions, and from individual medical practitioners, 
which is being incorporated in a memorandum for sub-. 
mission to the Departmental Committee, and will, if 
required, be supported by oral evidence of. witnesses on 
behalf of the Association. . 653 at 


INSURANCE. 
REMUNERATION UNDER THE INSURANCE ACTS. 
DeputaTIon To THE INsURANCZ COMMISSIONERS. 

A DEPUTATION of. members of the Insurance Acts. Com- 
mittee of the British Medical Association was-received by 
the Insurance Commissioners on November 15th. The 
deputation consisted of. Dr. H: B. Brackenbury, Dr. T. 
Campbell, Di. H. G. Cowie, Captain E. R. Fothergill, Dr. 
P. V. Fry, Dr. G. G. Genge, Dr. Hugh Jones, Dr.. J. 
Ratcliff-Gaylard, Mr. E. B. Turner, Dr. J. Williams- 
Freeman, the Medical Secretary, and the Deputy Medical 
Secretary of the British Medical Association. 

The deputation was received by Sir Robert Morant, 
K.C.B., Chairman of the National Insurance Commission 
(England), who was accompanied by Dr. J. Smith Whitaker, 


- Deputy Chairman, Sir James Leishman, Chairman of the 


Insurance Commission (Scotland),. and Dr. Meredith 
Richards, Deputy Chairman of the Insurance Commission 
(Wales). 
’ For the sake of convenience the various points discussed 


‘are dealt with under the minutes embodying the resolu- 


tions passed at the Conference of Representatives of Local 
Medical and Panel Committees held on October 18th, and 
cross-headings have been introduced. 


Insurance Acts Committee Representative of Local 

Medical and Panel Committees. 

Dr. Brackenbury opened the discussion by referriag to 
the resolution embodied in Minute 39, renewing the 
mandate ‘of the Insurance Acts Committee to represent 
the Local Medical and Panel Committees in. central 
negotiations, which the Conference had passed with 
thirteen dissentients. He pointed out that the resolution 
was a vote of confidence in terms substantially more 
emphatic than those of similar resolutions in previous 


years. 
[709] 


URNAL. 


\ 


oy 
+ | | 
3 
| 
| 
| 
nt 
| 

| | 
| 

| | 
| 
| 
il 
4 
F 


TO THE 
BritisH JoUBNAL 


fo} 
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Central Pool. 

On Minute 67, asking for an inquiry by representatives 
of the Committee assisted by an independent actuary into 
the method of composition of the Central Pool, Sir R. 
Morant stated that the Commissioners and the Govern- 
ment Actuary were fully prepared to fall in with the 
suggestion made. Dr. Brackenbury announced that six 
members had been selected to deal with the matter and 
that the President of thé Institute of Actuaries had been 
invited and had agreed to confer with the Government 
Actuary and report on the subject. It was agreed that 
the names of the six members should be furnished to the 
Commissioners, and that a preliminary discussion as to 
procedure should take place as soon as possible. _ 

On Minutes 58, 59, and 60, dealing with questions of 
remuneration, Dr. Brackenbury stated that there were 

. three distinct points in connexion with remuneration : 


1. The composition of the Central Pool. 

2. The actual rate of remuneration. 

3. The method of distribution of the Central Pool 
among areas and among doctors. 


The first point was the subject matter of Minute 67, 
already dealt with. With regard to point 3, the method 
of distribution was one of the principal grievances of the 
profession, and various resolutions of Panel Committees 
bearing on it had been referred by the Conference to the 
Insurance Acts Committee for consideration. That Com- 
mittee hoped that the Commissioners would agree to some 
arrangements for discussion and investigation of this sub- 
ject similar to those proposed for dealing with questions 
arising under Minute 67. 

Sir R. Morant agreed that the matter might well be 
taken up in some such manner as was suggested, and it 
was further agreed that the necessary arrangements 
should be made as soon as possible. 


Actual Amount of Remuneration. 

As regards the second point, amount of remuneration, 
Dr. Brackenbury pointed out that various methods of 
increasing the amount might be suggested, but that the 
Insurance Acts Committee had been instructed to approach 
the Commissioners particularly with reference to an 
increase of the capitation fee. The reasons for this 
application were various, but the main consideration was 
the actual increase in the cost of carrying on practices and 
in the cost of living; 7s. was not worth what it had been 
when the bargain was made in 1912, and it was certain 
that the profession would never have made such a bargain 
if it had anticipated present conditions. 

Another point which he pvessed strongly was that the 
Government should not aim at paying the smallest amount 
for which they could get a doctor to undertake the work. 
The standard of services given by many insurance prac- 
titioners was far above the minimum standard, and they 
felt that the present capitation fee (which, having regard 
to the temporary resident calculations, corresponded to 
attendance fees at approximately the rate of 2s. 43d. per 
visit and ls. 5d. per attendance at the surgery) was alto- 
gether inadequate. ‘The fact that in certain areas a high 
standard of work was not fully maintained by every prac- 
titioner was an argument in favour of rather than against 
raising the rate of remuneration. The profession felt that 
the matter was urgent. They did not press it last year, 
but in refraining from doing so they stated definitely that 
their willingness to continue on the existing basis must be 
regarded as a contribution by the profession to the country 
as a whole. The Conference now asked that the capita- 
tion fee paid for medical attendance in connexion with 
medical and sanatorium benefits be raised from 7s. to 10s. 

Sir R. Morant agreed that it was the desire of the Govern- 
ment as of the profession to secure an effective medical 
service, but it was another question whether increased 
payment would alone or would necessarily secure this. It 
was, however, most important to know whether the 
present application was based on the diminished value 
of money, or whether it was put forward on the 
ground that, apart from war conditions or any other 
considerations which might prove to be temporary, the 
present rate of remuneration must be regarded as in- 
adequate. If put forward on the latter grounds it could 
only be considered in connexion with a general revision of 
all the conditions of service, a matter on which obviously 
@ final decision could not be reached by the Government 


in any short time, if indeed at all under existing con- 
ditions. But if it were on grounds of war conditions the 


submission of this question to the Government would not , 


involve such difficulties. 

After some discussion it was agreed by the deputation 
that the present application should be submitted to the 
Government as one based on war conditions; this would, 
of course, be without prejudice (whether as regards the 
profession or the Commissioners) to any future considera- 
tion of the general question of the proper rate of 
remuneration for insurance practice. 

Further points mentioned by the deputation in con- 
nexion with the question of increased remuneration were : 
(a) The heavy expenses under normal conditions of rural 
practitiéners; (b) the increased number of women as com- 
pared with men in insurance; and (c) the number of 
children of well-to-do parents who had entered munition 
works and other industrial employment for the first time. 

With regard to the second of these points, Sir R. Morant 
stated that the sickness incidence of women had been 
steadily decreasing, and suggested that though this was 
not an infallible criterion of the extent of the liability 


imposed by women as a class upon doctors, it afforded: 


indications which had to be taken to some extent into 
account in making any estimate of that liability. Members 
of the deputation, while agreeing that this datum must 
necessarily be considered, expressed the opinion that it 
would be an extremely unreliable one from which to draw 
conclusions as to the amount of medical attendance 


required. 
Invalided Soldiers : Mileage. 
On Minute 30, objecting to the mileage allowance offered 


for attendance on discharged sailors and soldiers, Dt. 


Brackenbury stated that the Conference of Panel Com- 
mittees had emphatically taken the view that the scheme 
of treatment of invalided soldiers was vitiated by the 
mileage arrangements. It was alleged that in many cases 
a rural doctor was actually at loss in attending cases. 

Sir R. Morant suggested that there was no difference in 
principle between this question and the question of mileage 
in the case of ordinary patients, on which it was under- 
stood that the Committee had also received instructions to 
approach the Commissioners. 


Rural Practitioners : Mileage. 


Dr. Williams-Freeman, on behalf of rural practitioners, . 


gave figures showing the cost per mile of motor travelling 
under pre-war and present conditions, and referred to the 
mileage rates paid by the Home Office and the War Office. 
After further discussion, it was agreed that the matter was 
one to be considered as a whole, and not merely from the 
point of view of the imvaiided soldiers arrangement. 

Dr. Brackenbury stated that the matter was very urgent 
in view of the additional grievance that it was felt was 
being imposed by the mileage allowance under the new 
regulations, and Sir R. Morant agreed that it might be 
more quickly disposed of than the main question of 
increased remuneration, and stated that he hoped some 
decision could be announced in the course of’ a few ‘weeks. 

It was agreed that certain detailed figures which had 


been given by members of the deputation having rural - 


practices should be forwarded to the Commissioners in 
the next few days, and that specific modifications should 
then be worked out promptly for consideration. 


THE CENTRAL POOL AND THE INVALIDED 

SOLDIERS’ FUND. 

CHESTER. 
Tue Honorary Secretary of the Cheshire Local Medical 
and Panel Committees was good enough to forward to us 
on November 7th a copy of an important correspondence 
between that Committee and the Commissioners, dealing 
with the remuneration of panel practitioners and the 
Invalided Soldiers’ Fund. The Committee first informed 
the Commissioners that it had resolved to advise its 
constituents to give notice at the proper time of the 
termination of their agreements on the present terms 
at the end of the year. 
advise its constituents to accept service (a) at a capitation 
fee of 10s., and (b) on payment per attendance for in- 
valided soldiers and sailors at the schedule rates stated in 
the new regulations, with a scale for operations based on 


The Committee proposed to. 
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the Poor Law scale, but with a more comprehensive list of 


_ operations, and with the proviso that such payment per 


attendance must be the actual payments of the sums 
named in the agreed tariff, and not on any dividend basis 


or other indirect method of computation. The secretary 


of the Committee then set out at length the reasons 


which had influenced the Committee in arriving at 
the above decisions, and expressed doubts in particular 
- as to the making up not only 


of the General Medical 
Benefit Fund, but the Invalided Soldiers’ Medical Fund, 
which the Commissioners were requested to explain. 
The reply of the Commissioners, dated October 5th, 
commences by stating that they were not then in a 
position to deal with the general revision of the terms 
of remuneration of panel practitioners pending the Con- 
ference of Panel Committees. With regard to the scale of 
fees for services rendered to invalided soldiers the Com- 
missioners state that it was submitted in detail to all Local 
Medical and Panel Committees, when it was adopted in 
the case of temporary residents and met with general 
approval. The remainder of the Commissioners’ letter is 
as follows: 

With regard to the application of the temporary resident 
dividend rate in ascertaining the payments to be made in 
respect of the services to disabled men treated under the special 
arrangements, I am to state that the sole object of this pro- 
cedure is to apply to the treatment of discharged soldiers the 
rate per service applicabie to ordinary insured persons and does 
not in any way limit the number of services for which the 
doctor will be paid. In order to remove any misunderstanding 
on the point, Iam to explain that the payments to be made in 
respect of services to disabled men are in no way restricted to 
the amount in the Invalided Soldiers’ Medical und. The 
position may perhaps be made clearer by means of a concrete 
illustration. Assuming for the purpose, that the aggregate of 
the doctors’ accounts for services to disabled men when calcu- 


‘lated on the scale contained in the regulations is £100,000 and 


the temporary resident dividend rate for the year is 95 per cent., 
the actual payment to the doctors will be £95,000 irrespective of 
the amount in the Invalided Soldiers’ Medical Fund. If, as is 
likely to be the case, the amount in the latter is less than 
£95,000, the balance will be found by the Exchequer. 

With reference to the remarks in your letter relating to the 
constitution of the General Medical Benefit Fund and Invalided 
Soldiers’ Medical Fund, I am to state that the Committee 
appear to be under a substantial misapprehension as to the 
actual position. 

The latter part of vour letter suggests that while 9s. a head 
for invalided sailors and soldiers is clearly to be taken out of 
the General Medical Benefit Fund there is a doubt as to 
whether 9s. a head for such persons had previously been paid 
into thet fund. 

It cannot be too clearly stated that there is no justification 
for any such doubt as to the constitution of the General Medical 
Benefit Fund. 

The doubt has apparently arisen in the case of members of 
approved societies who submit no stamped contribution cards. 
It is unnecessary, therefore, in this letter to deal in detail 
with any of the other classes. - It may be mentioned, however, 
that all insured disabled men who do not belong to approved 
societies become automatically members of the Navy and Army 
Fund, and the 9s. in their case is paid by the fund for the 
solvency of which the Exchequer is liable. The number of 
such men is definitely ascertainable, and no difficulty therefore 
arises in their case in calculating the amount payable to the 
General Medical Benefit Fund. 

Turning to the members of approved societies who submit 
no contribution cards, in respect of whom the doubt has arisen, 
the 9s. in their case (less the State proportion) is payable by 
societies, notwithstanding the absence of stamped contribution 
cards. 

The Commissioners have stated in paragraph 43 of Memo. 
229/I.C. that they: fully recognize their responsibility for the 
proper constitution of the General Medical Benefit Fund and 
that they have no other purpose in view than to arrive as 
accurately as is humanly possible at the sum of money due to 
the doctors. 

In paragraphs 29-31 of the Memo. itis explained that normally 
society members who are permanently incapacitated are a set- 
off ina central pool against excess credits in respect of other 
classes of insured persons. But in a 39 the special 
procedure adopted in the 1915 medical benefit settlement is set 
out, and this course was again adopted at the instance of the 
‘medical profession in 1916. It is expressly stated in this para- 
graph that the total charges for 1915 against societies in respect 
of medical benefit were calculated on the basis of the charges 
for 1914, adjustments being made inter alia in respect of the 
number of insured persons discharged from the navy and army; 
these adjustments have the effect of adding the proper credits 
to the central pool in respect of these discharged persons. : 

It follows therefore that the proper credit. at, 9s. per head is 
paid into the Medical Benefit Fund annually in respect of dis- 
charged sailors and soldiers, and that societies are charged in 
respect of these men if they are members of societies and the 
Navy and Army Fund if they are not. <“e . 

Insurance calculations affecting several millions of insured 
persous are of necessity complicated, but it should be apparent 


from the extracts of Memo. 229/I.C. to which reference has been * 


made that the original formula in accordance with which the 
Central Medical Pool is calculated has not been followed 
blindly, but has in fact been the subject of adjustment to meet 
the conditions. created by the return-of disabled so'diers and 
sailors to insurance, entitling them te medical. benefit, and 
that it will, in accordance with the general undertaking giver 
by the Commissioners in paragraph 42 of the Memo., continue 
to be adjusted either in that respect or in any other in which 
revision is called for, in erder that the doctors may in fact 
receive what is due to them. : 
In reply to the above letter from the Commissioners the 
Panel Committee wrote on October 29th, reaffirming its 
resolution about the 10s. capitation fee, and expressing the 
hope that, now that the Conference had sat, the Commis« 
sioners. would deal with the matters raised, in view of thé 
near approach of the date when notices to terminate the. 
agreement of panel services must be sent in. The Committee 
further informed the Commissioners that no system of 
capitation can be satisfactory to the profession “ unless if 
be made upon the actual lists upon some given date in 
arrear, and not as at present on a system of estimate and 
conjecture.” A further letter was sent by the Panel Com- 
mittee on November 6th, asking the Commissioners tc 
explain certain apparent discrepancies between the Com- 
missioners’ letter above and Memo. 236/I.C., and we hope 
to deal with this when the reply of the Commissioners is 
received. It is, perhaps, of importance to remember that 
in the Act of 1911, sect. 46, provision is made for a 
transfer value to be paid to approved societies the 
Navy and Army Fund when men are discharged and join 
societies, and provision is similarly made for those-who 
become deposit contributors, or whose state of health 
prevents them being accepted by any society. 


Lonpon. 

At the meeting of the London Panel Committee on 
November 20th the regulations for medical attendance 
on discharged disabled sailors and soldiers were con- 
sidered. A special meeting of the Committee, held the 
previous week, had adjourned the consideration of the 
matter in view of the fact that a deputation from the 
Committee was to be received by the Commissioners. The 
impression of the deputation, as given by the chairman, 
Dr. Cardale, was that the Commissioners took up the 
attitude that Article 16 ef the general regulations did not 
apply in this instance, but was only intended to meet any 
special points affecting a local area. With regard to’ the 
general circumstances attending the introduction of the 
regulations, the Commissioners stated that they had not 
made and had no intention of making regulations to be 
immediately operative without having first satisfied them- 
selves that the changes were not only acquiesced in but, 
so far as they could judge, were desired by panel practi- 
tioners generally. In this instance they admitted no 
illegality whatever. There was no statutory obligation 
on the part of the Commissioners to consult’ Panel Com- 
mittees, but the- Commissioners made it clear that they 
did recognize a moral obligation to consult the pro- 
fession fully, and insisted that that moral obligation 
had been fulfilled in this instance. In view of this ruling 
of the Commissioners it was decided to send a circular to 
the practitioners placing the circumstances fully before 
them, and advising them to accept the new lations. 
A proposal that counsel’s opinion should be sought on the 
rights and powers of the Panel Committee under the Acts 
and regulations in order to make the position of the Com: 
mittee clear, was opposed by Dr. H. B. Brackenbury, who; 
while agreeing that every opportunity should be taken to 
enlarge the rights and powers of Panel Committees, pro- 
tested against the spending of perhaps £50 in eliciting 


-counsel’s opinion on the particular point at issue. He was 


supported by a number of members, one of whom, Dr: 
J. V.C. Denning, said-that the contention of the Committee 
had been proved to be wrong on three points—namely; 
that the Commissioners were bound to consult with the 
Panel Committee before making any changes in the regula- 
tions, that the six or eight woue notice was a matter of 
right, and that the Commissioners had not the power’to 
substitute a dividend for a capitation.scheme of payment: 
Dr. Lauriston Shaw thought it desirable to take counsel's 
opinion as to whether Panel Committees had a right to be 
consulted, and, if they had not such right, as to the 
manner in which they should endeavour to secure it. The 
recommendation that counsel's opinion be sought, was, by 
a majority, agreed te. 
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THE DEMAND FOR AN INCREASED 
 CAPITATION FEE. 
MEETINGS IN MANCHESTER AND SALFORD. 

On November 16th a crowded meeting of panel practi- 
tioners was held at the Grosvenor Hotel, Manchester, to 
consider the position in reference to the demand for an 
increase in the capitation fee for attendance on insured 

ersons. The meeting was summoned by the Burnley 

anel Committee, and the invitation was sent to the panel 

ractitioners of Burnley, Blackburn, Bolton, Accrington, 
Preston, Rochdaie, Oldham, Manchester, Salford, Bury, 
and Darwen. From the circular convening the meeting it 
appeared that the Burnley Panel Committee had received 
a letter from the Medical Secretary of the British Medical 
Association, dated November 9th, stating that the sug- 
gested increase had been brought to the notice of the 
Commissioners, and that the interview with them, the 
result of which is reported in the SupPLEMENT (p. 101), 
was about to take place. Dr. Cox added that in all 
probability the result of the negotiations would require 
consideration by a special conference before any definite 
line of action was decided upon, and that the British 
Medical’ Association was not going to risk a fiasco by 
handing in resignations now. ; 

The meeting was attended by several hundred panel 
practitioners, and Dr. T. Arthur Helme was voted to the 
chair. It was evident from the outset that the meeting 
was very much in earnest in its resolve to enforce the 
increase in the capitation fee. Strong remarks were made 
by nearly every speaker as to the dilatory methods of the 
Insurance Acts Committee which, it was urged, ought to 
have gone to the Government long before, as it was known 
from previous negotiations with the Commissioners on this 
subject that the decision did not lie with the Commis- 
sioners; and it was complained that the meeting felt that 
it had only two clear days in which to organize any 
attempt to obtain resignations from the panel. It was 
proposed by Dr. J. H. Taylor of Salford, and resolved, that 
the Panel Committees of the towns represented should be 
urged to summon immediately emergency meetings in 
their respective areas to consider the position, and to take 
immediate action where thought desirable, and should be 
asked to report to a further joint meeting of the areas to 
be held at an early date. 


In accordance with the above resolution of the joint 


meeting of panel areas, an emergency meeting of the panel 
practitioners of Salford was held on November 18th, and, 
in spite of the short notice, was largely attended. The 
feeling appeared to be unanimous that valuable time had 
been lost by the Insurance Acts Committee, and that 
* organization forthwith of the profession,” which the Con- 
ference of Panel Committees jad ordered, had not been 
carried out; only about thirty hours now remained in 
which any attempt to obtain resignations from the panel 
could be carried out. Though such a step was forcibly 
advocated by several speakers, it was not considered 
practicable in that short time, and the meeting felt that 
if the demand for the increased capitation fee were not 
granted it could only rely on the action of the Panel 
Medico-Political Union to obtain it by more drastic 
measures. Resolutions were adopted to the effect that a 
‘substantial increase in the capitation fee is necessary, 
owing to the increase of values due to the war, that nego- 
tions with this object should be continued, that tle increase 
should date from January Ist, 1918, and that pending such 
negotiations practitioners should continue to act on the 
anel. 
It was also resolved to recommend that periodical 
joint meetings of all the panel areas of South-East 
Lancashire should be held for mutual information on 
insurance questions and to ensure more certainly concerted 
action when required. 


In connexion with the above report, it may be pointed 
out that a circular addressed to Local Medical and Panel 
Committees on November 19th by the Medical Secretary 
contains the following paragraph: 

“As it appears from documents that have been sent to 
this office that some committees were under the impression 
that the collection of resignations was to take place at once 
in support of the claim for increased remuneration, it 
should be noted that the following words were deleted 
from a motion placed before the Conference asking for the 


. 


iricrease—‘and that the 1918 Agreements be not signed 
until they (the demands previously stated) are conceded.’ 
This was done because it was explained (1) that this wag 
the first time a specified increase had been discussed; 
(2) that the Conference had no means of knowing whether 
insurance practitioners, to the extent of the 80 per cent, 
required by the collective bargaining scheme, were pre- 
pared to hand im their resignations unless the demands 
were conceded ; and (3) that it would not be helpful to 
conduct negotiations on a claim which had never been 
specifically put before the other side if it were known that 
resignations were being collected. ‘The Conference having 
accepted this view, no steps are being taken by the Com- 
mittee at present to collect resignations, and indeed these 
steps cannot be taken until the Insurance Acts Committee 
has a definite pledge of support to the scheme from all, or 
at any rate a great majority, of the Local Committees 
throughout the country.” 


Meetings of Branches and Divisions. 


GLASGOW AND WEST OF SCOTLAND BRANCIL. 
THE annual general meeting of the Glasgow and West o{ 
Scotland Branch was held in the Faculty Hall, Glasgow, 
on November 8th, when Dr. W. F. Brown, President, 
occupied the chair, and reports by the Interim Secretary 
and the Treasurer were approved. 

Election of Officers.—The following were elected: 

President: Dr. W. S. Syme. -Vice-Presidents: Dr. W. F. 
Brown, Dr. D. J. Mackintosh, M.V.O., Dr. Lawrie (Greenock). 

Honorary Secretary: Dr. W. Bryce (re-elected). Interim 
Honorary Secretary : Dr. J. Wishart Kerr. Honorary Treasurer: 
Dr. J. Wishart Kerr (re-elected). 

Representatives : On Joint (Disablement) Committee for South- 
West of Scotland under the Naval and Military War Pensions 
Act, 1915: Dr. W. IF’. Brown (Ayr); on National Council for 
Combating Verereal Disease: Dr. T. Russell (Tollcross). 

Fees.—-Lhe question of the proposed increase of medical 
fees was discussed, and it was agreed to send the card 
which had been issued to practitioners in the city to all 
the members of the Branch with slight alteration. _ 

The Secretary was instructed to write to the Public 
Health Committee of Glasgow, pointing out that medical 
practitioners do not receive the full sum of one shilling as 
allowed by law for notifications on account of their having 
to prepay the postage on such notifications, and asking the 
Public Health Committee to authorize the issue of stamped 
envelopes. 

Votes of Thanks.—Votes of thanks to the office-bearers, 
the retiring president and the chairman concluded the 
proceedings. 


Association Notices. 


ELECTION OF COUNCIL, 1917-18. 
IN consequence of the resignation of Major J. Livingstone 
Loudon, a representative of the Glasgow and West of Scotland 
(five county Divisions), Border Counties, and Stirling Branches, 
nominations were invited to fill the vacancy. 
JOHN GOFF, M.D., The Lindens, Bothwell, aaraatine, being 


the only nomination, he is hereby declared duly.e 
Financial Secretary and Business Manager. 


Naval and Military Appointments. 


_ ROYAL NAVAL MEDICAL SERVICE. 

THE following appointments are announced by the Admiralty: Flee’ 
Surgeons T. W. Phillips, M.B., to the Pembroke Dock Hospital and 
Yard; E. B. Pickthorn to the Medical Department, Admiralty; J. C. 
Ferguson, M.B., to Chatham Dockyard, vice Pickthorn; E. J. Finch, 
C.M.G., to the Valiant, vice Ferguson; B. F. Parish to R.N. Barracks, 
Chatham ; C. B. Fairbank to R.N. Barracks, Devonport; J. Thornhill, 
M.B., to the Hannibal; F. J. L. P. McKenna, M.B., to the Britannia ; 
W. E. Gribbell, to the Victory, for disposal. Staff Surgeons T. R. L. 
Jones to the Glasgow; W. C. B. Smith, H. Cooper, and R. McGiffin, 
M.B., to the Vivid, additional, for disposal. Surgeons promoted to 
acting Staff Surgeons: R. J. G. Parnell, J. H. B. Martin, M.B., F. TL. 
Smith, C. D. Bell, M.B., T. C. Patterson, M.B., M. H. Langford, D.S.O., 
A. Fairley, M.B., A.G. V. French, A. C. Rusack, M.B., C. G. Sprague. 
Surgeons 8. L. McBean, M.B., to the Crescent, additional; A. J. 
Tozer, to the Powerful. Temporary Surgeons J. F. McQueen to the 
Pembroke ; 'l'. E. Ashley to the Vivid ; A. E. D. Bayliss to the Presi- 
dent ; J. B. Orr, M.D., D.S.O., M.C., and E. F. Deacon to Chatham Hos- 
pital; T. C. Clark, M.B., to the Cumberland, vice Thompson; F. D.-D. 
Davies, W. H. Jones, A.J. Muirhead, M.B,, and H. L. G. Foxall, to the 
Victory, for disposal; A.J. Pollock, M B., and H. B. Maitland, M.B., 
to Haslar Hospital; W. A. McKerrow to the Victory for R.N. Division; 
H. Rowan and A. L. Abel to the Pembroke, additional, for Chatham 
Hospital. To be temporary Surgeons: J. §. Ellis, D. McK. Black, 
R. Pollok, E. L. H. MacDowell. : 
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NAVAL AND MILITARY APPOINTMENTS. 


Toute 105 


RoyaL NAvat VoLUNTEER RESERVE 
" Staff  Sorgoon (acting) D. P. D. Wilkie to the Victory, additional, for 
dis 
Surgeon Probationer R. C. Williams to the Scourge, To be Surgeon 
ee W. M. Kennedy, R. G. Cloustan. 


ARMY MEDICAL SERVICE. 
_ Colonel 8. Hickson, C.B., M.B., to be temporary Surgeon-General. 
‘ Colonel J. W. Bullen, M. D., is retained on the active list under the 
provisions of Articles 120 and. 522, Royal Warrant for Pay and Promo- 


tion, and to be supernumerary 


Temporary Lieut.-Colonel P, Legg, C.M.G., M.B., F.R.C.S., ‘to be 
temporary Colonel. 


Royant Army Mrprcan Corps. 

Temporary Lieut.-Colonel J. H. Brooks, M.D., relinquishes his com- 
mission on account of ill health. 

To be acting Lieut.-Colonels whilst in command of a medical unit: 
Major R. N. Woodley, D.S.O., temporary Captain A. Jones, M.C., M.D. 

Temporary Lieut.-Colonel E. H. Starling, M.D., F.R.S., relinquishes 
his commission. - 

The undermentioned are granted temporary rank whilst serving 
with No. 83 (Dublin) General Hospital:—As Lieut.-Colonel: 

Drury, M.D., F.R.C.P.I. As Majors: J. Lumsden, M.D., C. M. Benson, 
M.D., F.R.C.S.1., 8. H. Law, M.D., F.R.C.8.I. As Captain: J. W. 
Killen, M.B., F.B.C.S.1L 

Temporary Major Sir Vincent Nash relinquishes his commission... 

Temporary Major G. D. Gray, M.D., be acting Lieut.-Colonel 
whilst in command of the Chinese General Hospital. 

To be temporary Lieut.-Colonels: Lieut.-Colonel ‘R. Bruce, D.S.O., 
M.D., Gordon Highlanders. T.F.; temporary Major A. D. Reid. 

The undermentioned are granted temporary rank whilst serving 
with the Staincliffe War Hospital:—As Major: J. Russell, M.D. As 
Captains: H. Keighley, G. 8. Mill, M.D. 

-Temporary Major K. W. Monsarrat R.A.M.C.1.F.) relin- 
quishes:his temporary commission on-reposting to T.F.. 

Majors relinquish the rank of temporary Lieut.-Colonelon ceasing 
to command a rw centre: (Brevet Lieut.-Colonel) B. A. Craig, 
ALN. D.S.0.; M 
. Cowan, R.A.M.C.(T.F.), to be. temporary Lieut.- 

olonel. 

_ Major E. H. Marshall, R.F.A(T.F.), to be temporary Major. 

’ E. W. Hore, M.B. (Lieut. -Colonel I.M.S.ret. ), to be temporary Major 
whilst employed with the Wharncliffe War Hospital. 

‘ Temporary Captain G. Schofield, M.D.; to be temporary Major. 

J. be’ Darling, M.C., M.B., and H. D. Welp! y, M.B., late temporary 
Captains, are granted ‘the honorary rank of Captain. : 

Temporary their commissions: W. J. Calder 
C. Sand, J. Todd, R. MacGregor, M.B., 8S. W. Fisher, MB. 2 
W. O. Arnold, M. _ ML W. ye ny M.B., J. C. King, L. A. Moore, 
M.B., C. J. Gibson, M.D., W. B. Heywood, M.D., A, R. Wight, M.B., 
Cc. G. L. Wolf, M.D., CG. W. Chaplin, M.D., Tr. Woodman, M.D., 

. Darlow, H. a Brown, M.B., J. T. Hurst, M.C., Lang c.s Kingston, 

Thomas, R. Kennon, J. M.B., E. W. 
W. G. Lidderdale, M.B., R. Park, M.D., M. R MacKay, M.B pS 
Smith, M.C., M.B., W. G. T.. Hepplewhite, M.C., M.D., P. J. rey ‘points, 
M.C., D. K. Parkes, M.B., M. P. sje M.B., F. 5% Murray, J. 8. 


' Stewart, M.B., J. C. D. Simpson, M.B 


The notifications in the London Gazette of September 28th and 
October 23rd- regarding temporary Captain rew, M.B., and 
temporary Lieutenant G. D. Laing, M.D., respectively are cancelled. 

‘Temporary Captain 8. Samuel, M.B., relinquishes his commission 
on account of ill health contracted on active service. 

To be temporary eae L. E. Williams, M.D, H. C. Martin, 
M.B., C, D. Pile, M.B.. D. Gillespie, M.D., H. S. Moore, M.D., C. D. 
Kean, M.D., §. Y. Wal sh, N {.B., A. G. Howson, M.B., G. B. Burwell, 
»M. M. Eaton, M.D., J. G. Greenfield, M.B., A. C, Sturdy, 

Cc 

To ‘“ temporary Captains for duty with the South African Native 
Labour Corps: T. M. Johnstone, I. M. Swanepoel. 

Temporary honorary Captain H. T. Thomson, M.D., having ceased 
to be employed with No. 11 Stationary Hospital, relinquishes his 
commission. 

Temporary Lieutenants to be temporary Captains: C. W. Macpherson, 

H. Martin, M.B., M.J. Wilson, M.B., H. A. Whyte-Venables, 
M. R. V. Ford, C. J. R. eras Howat, M.B., A. W. Kendall, 
S. F. Fouracre, M.B., W. Duncan, F.R. C.S. E,, R. B. Leney, 
S$. F. Cheesman, .M. J. Loftus, D . MacKinnon, M.B., W. J. Thomas, 
G. A. Crowe, G. C. A. Duncan, M.C., M.B.. 


T. Clapperton, M. J. Geoghegan, M.B., C. T. M. M.B., 
Ww. Simson, M.B., M. H. H R. 
Ryan, M.B., R. W. Nairn, M.B., A. Owen, 


Spilsbury, D. Cc. P. Taylor, C. J. Loneridge, 
“a R.C. S., A. L. Saunders, H. C. Burbidge, E. V. Dunkley, M 
derson, M.B., H. Gooch, M.B., W. Turner, M.B. J. L. Lawry, 
., M. Fannin, M.B., L. Saunders, 8. Potter, T. Johnson, 
Ss. P. Bedson, M.D., A. Chance, M.D., F.R.C.8.I., K. J. Aveling, 
.,G. Adam, M.B., A. Fleming, M.B., F.R.C.S., P. Versi 
0. 8., J. B: "anderson, M. J. Campbell, M. B., 8. Macbean, M.B., 
L. Pern, 8. Cc. — M.B., R. Franklin, W. J. Poole, M.B., C., w. 
Macpherson, M.B., V. St. L. ’ Pinnock, M.B., F. 8. Poole, W. Lessey, 
M.D., E. A. C. M.B., R. Purcell, M.B., G. W. 
Harrison, M.C., E. = Thompson, M.B., D Carmichael, M.B., R. J. 
MeFeeters, M.B.. H Heathcote, N. Marsh, M.B., "a: 
Rubidge, M.B., P. A. Hall, M B.,C. L. McDonagh, M.B., H. T. Howell, 


M.B., J. C. ‘Nixon, M.B., 
Rogerson, M M.B., C. MBO. Cc. Murray, Ww. J. Morrish, M.D., 
A. B. Ferguson, M.B., 
G. Macvie, M.D., B. Liddle, M. B., F.R.C, E. 
Cc. M. Keillor, T. G. Fenton, F-R.C.8., A Faléoner, M.B., 

J. Anderson, M.B., R. J. Scarr, G. ag M.D., R. Govan, M.B., 
M. A. Harrington, M.B., *. Dunstan, F. H. P. Wilts, 3. L. Scott, M.B., 


J. McC. M.B.. W H. Canter, M.B., Hackney, WwW. W. 


Dempster, S. Nix, M.D., A. I. Simey, M. D., V.F. Kroenig-Ryan, E. 
Lacho Me, M.B 

Tamnewery Lieutenant A. S. Mellor, M.B., relinquishes his commis- 
sion on account of ill health. 

Temporary aa Lieutenant R. A.. Holmes to be temporary 

onorary Captain. 
Lieutenant J. Blackshear relinquishes his 
commission on account of ill he 

To be temporary honorary Lieutenants: S. R. Meaker, J. R. Beaven, 
M.B., JM. Bremner, M.B., V. 8. Laurin, L. W. Darrah. 


To be temporary Lieutenants: W. Wright, M.B., J. M. Glasse, M.B.. 
W. V. Naish, M.D., V. C. Pennell, W. H. Richardson, M.B., H. W. P. 
Young, M.D., E. A. Miller, M.B., G. M. ‘Cameron, J. McCausland, M4 'B.. 
H. M. Gilbertson, B.R. Vickers, M.B., A. 8. Bradley, M.B., A. Evans, 
P.J. Flood, F. Ww. K. Lawrie, M.B., Ww. . 5 Gibson, R. V. Howell, M.B., 
E. W. Atkinson, G. W. Clark, M.B., C. W. 8. Boggs, H. Parsons, M.B,, 
-H. Tipping, M.D., >. & Graves, M.B., F.R. C.S.,J. A. C. Smith, M.B., 
H. Love, W. H. 8. Campion, M.B., J. B. 

kinner, cCormack, C. K. Attiee 
‘HF. Penman, M.B., W. H. Ogilvie, M.B., G. Hoffmann, M.B. ‘ 


SPECIAL RESERVE OF OFFICERS, 
RoyaL ARMY Corps. 

Lieutenants to be Captains: G. K. Inman, M.B., J. K. 
Landells, M.B., G. H. Rossdale, M.B., 4 G. Anderson, M.B., 
J. C. Johnstone, M.B., J J. Fellar, 
M. = N. B. B. Fleming, M.B., D. Brown, M.B., M. "Cameron, 

M.B., W. Donald, . M. M.B., 
A. Hill, M.B., T. J. Honeyman, M. B., J. Jamieson, M.B., 8. John- 
—— M.B., H. E. McColl, M.B., D. B. Robertson, M.B., J. Steel, M.B., 
Torrance, M.B., R. N. Walker, M.B., E. Bannen, M.B. 
Hovevidus M.B., A. La B. Clark, M.B., R. -B., J. Maca. 
Mackintosh, M.B., J. Stirling, M. ) 

J.. F. van der Westhuyzen, late Captain, is granted the honorary 
rank of Captain. 

To be Lieutenants: Temporary honorary Lieutenant E.. 8. Phillips 
M.C., W. D. Mackinnon, M.B., from Edinburgh University 

T.C., W. L. Yell, M.B., from Aberdeen University Contingent O.T.C., 
= P. White, M.B., J. Macleod, M.B, and A. Riddell, M.B., from 
Glasgow University Contingent C., C. 8. Baxter Ww. Btansfield 
from ak ay" University Contingent. O.T.C., E. J. Coo 
J. Berry, R. F. C. H. Buchanan, J. B. D. Galbraith, M.B., I. M. 
Roberton, M. T. R. Wilson. 


OVERSEAS CONTINGENTS. 
CANADIAN ARMY MEDICAL SERVICE. 

Assistant. Directors of Medical Services: Temporary Major J. 
Jenkins, D.S.0., and. to be temporary Lieut.-Colonel whilst.» 
employed. Temporary Lieut.-Colonel C, E. Doherty relinquishes his 
appointment. 

Deputy Assistant Director of Medical Services: Temporary Major 
A. Macphail. 
-CANADIAN ARMY Mepica Corrs. 

amie Director of Medical Services :—Temporary Lieut.-Colonel 

H. M. Robertson relinquishes his appointment. 
cremporary Major R. E. Wodehouse to be temporary Lieutenant- 
one 
_ Temporary Major D. A. Whitton to be acting Lieut.-Colonel while 
specially employed. 

Temporary Captains resign their commissions: J. F. McCracken, 
C. W. Anderson. 

Temporary Captain G. H. Emery, from Western Ontario Regiment, 
to be temporary Quartermaster, with the honorary rank of Captain, 

Temporary Lieutenant A. V. Greaves to be temporary Captain. 

SoutH AFRICAN MEDICAL Corps. 

Temporary Major A. Liebaert, M.D., and Captain H. J. Brady, from 
South African General List, to be temporary Major and temporary 
Captain respectively. . 

= Captains: A. H. Gifford, A. L Gwiney, A. 


Bidwell to be temporary Second Lieutenant. 


British West INDIES REGIMENT, 
I McDowall, M.B., to be Surgeon a 


TERRITORIAL FORCE. 
Army MEDICAL SFRVICE: 
Colonel W. Kinnear, M.D., K.H.P., relinquishes his commission on 
account of ill health, and is granted permission to retain his rank and 
to wear the prescribed uniform. 


Lieut.-Colonel A. W. Mackintosh, M.D., Major L. B B. Rawling, sai 
Captains K. W. Monsarrat, M.B., J. St.A. Titmas, M. H.W. Way, W. 
Alderson, G. 8S: Haynes, and F, E. Price, F.R.C.S., are restored to the 
establishment. 

- Officers for duty with a general wig Lieut.-Colonel 
Colonel) A. B. R. Bickersteth, M.B., 

F.R.C.S., M.D., T. M. Allison, E. N. Cunliffe, i D., Captains R. W. 
McKenna,M. D..P. R. Wrigley, 8. Bythell, W. “A. Hooton, H. H, 
Rayner, J. B. F. Wilson, J. Stokes 

Lieut.-Colonel C. Averill, M.D., from Assistant Director of Medical 
flervices, to be Lieut.-Colonel. 

Major (temporary Lieut.-Colonel) J. G. Andrew, MB., relinquishes 
his temporary rank on alteration in posting, and is restored to the 
establishment. 

‘Captain A. B. Whitton, M.B., to be Major, March 23rd, 1916 (sub- 

stituted for announcement in the London Gazette of May 27th, 1916). - 

‘Major A. Wilson, F.RCS., vacates his appointment on the per. 
manent personnel, and is restored to the list of officers available for 
service on mobilization. 

F. Leyton, M.D., relinquishes his commission on account 
of ill health. 

Lieut.-Colonel E. J. R. Evatt to be temporary Colonel whilst holding 
the appointment of Assistant Director of Medical Services of 
Division and to remain seconded. 

Major (temporary Lieut.-Colonel) R. M. West, M.D., relinquishes his 
temporary rank on alteration in posting. 

‘Major A. C. Hartley, M.D., relinquishes his commission on account 
of ill health and is granted permission to retain his rank and to wear 
the prescribed uniform. 

Major (temporary Lieut.-Colonel F. W. Burton-Fanning relinquishes 
his temporary rank and is restored to the establishment. 

Major C. G. Strachan from field ambulance to be Captain. 

Captain (temporary Major) R. M. Wilson veliquibeas his temporary 
rank on alteration in posting. 

Captain A. Don to be temporary by whilst specially employed. ~ 

Captain 8. W. Plummer, M.D., to be Major, August 10th, 1914 (sub- 
stituted for announcement in the London Gazette of August Tth, 1915). 

Captain H. W. Beedman, M.C., to relinquish his commission “on 
account ‘of ill health. 

Captain R. Gill resigns his commission. 
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Captain (acting Lieut..Colonel) G. 8. Williamson relinquishes his 
‘acting rank on ceasing to command a field ambulance. 

Captain (acting Lieut.-Colonel) A. A. Hingston, M.B., to revert to 
temporary Major with precedence as from November 10th, 1914, on 
ceasing to command a field ambulance. : : : 

Captain C. L. Lander, M.B., to be acting Lieut.-Colonel whilst 
commanding a field ambulance. 

Captain R. A. Broderick, M.C., M.B., to be acting Lieut.-Colonel 
whilst commanding a field ambulance. 

‘ Captains (temporary Majors) D. H. de Souza and J. Eason, M.D., 
relinquish their temporary rank on alteration in posting, and are 
restored to the establishment. : 

Captain H. I’. Wilkin, M.C., F.R.C.S., from A.M.S§., to be Captain. 

Captain W. B. Secretan, M.B., F.R.C.S., is seconded for duty with a 
war hospital. 

Captain S. Acheson, M.B., relinquishes his commission on account 
of ill health contracted on active service, and is granted the honorary 
rank of Captain. 

The seconding of Captain T. C'. Holland, announced in the London 
Gazette of June 25th, 1917, is cancelled. 


TERRITORIAL FORCE RESERVE, 
Po aguaama S. A. M. Copeman, M.D., from R.A.M.C., to be Lieut.- 
olonel. 
- Majors C. S. de Segundo, M.D., and B. Addenbrook, M.D., from 
R.A.M.C., to be Majors. 
— L. C. V. Hardwicke, M.B., from field ambulance, to be 
‘aptain. 
_ Captain E. B. C. Mayrs, M.B., relinquishes his commission on 
account of ill health, and is granted the honorary rank of Captain. 
Captain (temporary Major) W. Tyson, M.D., and Captains: A. G. 
Williams, A. Heath, M.D., F.R.C.S., W. J. Lacy-Hickey, M.B., T. 
Porter, M.B., J. A. Innes, M.B., W. Rogers, M.D., M. B. Dawson, and 
C. C. Messiter, from R.A.M.C., tobe Captains... 
Captain R. G. Wills, M.B., relinquishes his commission on account 
of ill health. ; 


VOLUNTEER FORCE. 
_ Lineolnshire Medical Volunteer Corps.— Major H. P. 
(R,A.M.C.T.F. Reserve) to be temporary Major. : : 

County of Durham Medical Volunteer Corps.—Major T. E. Hill (late 
R.A.M.C.) to be temporary Lieut.-Colonel. 

East Yorks Medical Volunteer Corps.—R. T. Forster (late Captain 
R.A.M.C.), D. H. Davy, and A. H. Field to be temporary Captains. 

Lancashire Medical Volunteer Corps.—S. J. Yeates (late Lieutenant 
R.A.M.C.) to be temporary Captain. ay 
~ Anglesey Regiment.—G. I. Jones (late Lieutenant R.A.M.C.) to be 
temporary Captain and Medical Officer. j i 

Berkshire Regiment: ist Battalion.—J.T. R. Miller to be temporary 
Lieutenant and Medical Officer. : . 

Carmarthen Regiment: Ist Battalion. — Surgeon-Lieut.-Colonel 
obras (late Welsh Regiment) to be temporary Captain and Medical 

cer. 

Durham Regiment: 1st Battalion.-J3. C. French (late Surgeon- 
Lieutenant 2nd Durham R.G.A. Vols.) to be temporary Captain and 
Medieal Officer. 

Lancashire Regiment.—J. Brown to be teniporary Lieutenant and 
Medical Officer. 
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Pacancies and Appointments. 


VACANCIES. 


NOVICES REGARDING APPOINT MENTS.—Alttention és 
called to a Notice (see Index to Advertisements—Important 
Notice ve Appointments) “appearing our advertisement 
columns, giving particulars of vacancies as to which inquiries 
should be made before application. i, 


BOURNEMOUTH: ROYAL VICTORIA AND WEST HANTS: 
HOSPITAL.—House-Surgeon. Salary, £175 per annum. 

BRADFORD CITY.—Temporary Assistant School Medical Officer. 

> Salary, £8 8s. per week. = 

BRISTOL ROYAL INFIRMARY.—(l) House-Physician. (2) House- 

“Surgeon. Salary, £120 per annum. 

DERBY: DERBYSHIRE ROYAL INFIRMARY.~ House-Surgeon. 
Salary, £200 per annum. 

HAMPSTEAD GENERAL HOSPITAL, Haverstock Hill, N.W.— 

_ Resident House-Physician. Salary, £200 per annum. 

ILFORD URBAN DISTRICT COUNCIL.—Temporary Medical 
Officer of Health. Salary at the rate of £550 per annum. 

KENSINGTON DISPENSARY AND CHILDREN’S HOSPITAL.— 

_ Resident Medical Officer. 

LEICESTER CORPORATION.—Second Resident Medical Officer for 
the Isolation Hospital and Sanatorium. Salary, £300 per annum. 

NEW HOSPITAL FOR WOMEN, Euston Road, N.W.—(1) House- 
Physician. (2) Obstetric Assistant. (3) Two House-Surgeons. 
(4) Resident Medical Officer at House of Recovery, New Barnet. 
(5) Clinical Assistants and Anaesthetists. Salary for (1), (2), and 

_ (3), £50 per annum, and for (4) £60 per annum. 

NOTTINGHAM.CHILDREN’S HOSPITAL.—Resident Lady House- 
Physician and Anaesthetist. Salary, £250 per annum. 

QUEEN’S HOSPITAL FOR CHILDREN, Hackney Road, E.— 
House-Surgeon. Salary, £100 per annum. 

RECUPERATIVE HOSTELS FOR SAILORS AND SOLDIERS 
INVALIDED WITH NERVE STRAIN, Fitzjohn’s Avenue, N.W. 
—(1) Honorary Neurologist. (2) Honorary Laryngologist. (3) Resi- 

__ Gent Medical Officer; salary, £400 per annum. 

STOKE-ON-TRENT BOROUGH.—Resident Assistant Medical Officer 
at the Stanfield Tuberculosis Sanatorinm. Salary, £250 per annum. 

SUNDERLAND: CHILDREN’S HOSPITAL IN CONNEXION WITH 

- ROYAL INFIRMARY.—Resident Medical Officer. Salary, £200 
per annum. 

TYRONE COUNTY COUNCIL.—Tuberculosis Medical Officer. 
Salary, £500 per annum. . 
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WARWICK: WARWICKSHIRE COUNTY COUNCIL.—Assistant 
- County Medical Officer of Health. Salary, £325. © . 
CERTIFYING FACTORY SURGEON, — The Chief Inspector of 

Factories. announces the following vacant appointment; 
Coventry (Warwick). 
Lo ensure nolice in this column—awhich is compiled from our 
advertisement colunns, where full particulars will be found— 
itis necessary that advertisements should be received not later 
than the first’ te Wednesday morning. Persons interested 
should véfer also to the Index to Advertisements which follows 

the Table of Contents in the JOURNAL. 


APPOINTMENTS. : 


Bansovr, D., M.B., Ch.B., Certifying Factory Surgeon for the 
Muirkirk District, co. Ayr. 

Cummins, William Edward Ashley, M.D., M.Ch., Medical Referee 
under the Workmen’s Compensation Act, 1906, for the West Riding 
of the county of Cork (Macroom and Bandon Divisions), and for 
the portion of the East Riding of the county, including Cork City 
and Cork East Riding, except the towns of Passage Monkstown 

Yirron, H., L.R.C.P.Edin., M.R.C.S.Eng., Medical Officer of the 
Staincliffe Institution of the Dewsbury Union. : 

Kine, J. C., M.R.C.S., L.R.C.P.Lond., Certifying Factory Surgeon for 

. the Barry District, co. Glamorgan. 

LEAKEy, C. M., L.M.S.S.A., Certifying Factory Surgeon for the 
Gunnislake District, co. Cornwall, : 

LrEakty, Llewellyn James, B.A.Lond., M.D., Medical Superintendent 
of the Bristol Medical Mission, vice Dr. William Elder, deceased. 

—_. E. L., M.D.Dub,, District. Medical Officer of the Cerne 

“Union.” 

MACARTHOR, John Hardie, M.B., Ch.M.Glasg., Medical Superintendent, 
Dunwich Benevolent Asylum, and Superintendent, Inebriate 
Institution, Dunwich, vice Linford Elfe Row, L.R.C.P.and 8, 
Glasg., M.D.Brux., resigned. 

Roserts, A. H., L.R.C.P.Lond., M.R.C.S.Eng., District and 
house Medical Officer of the Malling Union. 

SHOOLBREAD, Thos. B., M.B., C.M.Edin., Resident Medical Officer to 
the Carlisle Dispensary. : 

Wixsoyn, A. R., M.D.Oxon, District Medical Officer of the Blandford 


Union. 


BIRTHS, MARRIAGES, AND DEATHS. 


The charge for inserting announcements of Births, Marriages, and 
Deaths is 58., which sum should be forwarded with the notice 
not later than the first post on Wednesday morning in order to 
ensure insertion in the current issue. 


BIRTHS, 


Hancock.—On the 15th November, at Bentley, Hants, the wife of 
. Dy. F. Thompson Hancock, of a son. 

Prearce.—To Margaret Florence, wife of Francis Henry Pearce, 
Kingsland, Cumnor Hill, Oxford, a daughter (Margaret Adeline 
Worth), at, Ridgebourne, Shrewsbury, the residence of her 
mother. 

DEATH. 


BARNARD.—On November 14th, at Boston, Lines, of acute pneu- 
-monia, Annie Thompson Barnard, M.D., -B.8.Lond., D.P.H, 
Camb., youngest daughter of the late William Barnard, of 
- Harlow, Essex. 


DIARY FOR THE WEEK, 
MONDAY. 
MEDICAL Socrety oF Lonpon, 11, Chandos Street, W.1.—8.30. p.m., 
Adjourned discussion on the Value and Limitations of Sanatorium 
Treatment for Tuberculosis, to be continued by Sir William Osler, 
Dr. A. Niven Robertson, Dr, Cracé Calvert, Dr. Camac Wilkinson, . 


Dr. Muthu, Dr. Henry Ellis, Dr. Jane Walker, Dr. John Sorley, 
Dr. H. J. Cardale, and others. 


Royal COLLEGE OF SURGEONS OF ENGLAND, Lincoln’s Inn Fields, 
W.C.—5 p.m., Professor A. Keith:—Principles of Orthopaedic 
Treatment: Monday, Principles and Practice of John Hilton; 
Wednesday, Principles and Practice of Hugh Owen Thomas; 
were Methods applied by G. F. Stromeyer, W. Adams, and J. 

Royau SocrETY OF _ MEDICcINE.—Section of Medicine: Tuesday, 
5:30 p.m., Serum Disease following Intrathecal Injections. Section 
of Epidemiology and State Medicine: Thursday, 5 p.m., Surgeon- 
ar V. Soubbotitch (Serbian Army): Typhus Fever in Serbia, 


POST-GRADUATE COURSES AND LECTURES. 
NortuH-East London Post-GRADUATE COLLEGE, Prince of Wales's 
General Hospital, Tottenham, N.15, 
West Lonpon Hospiran Post-GRADUATE COLLEGE, 
Smith, W. 


Hammer: 


DIARY OF TH" ASSOCIATION. 


Dato. Meetings to be Held. 
NovEMBER. 
27 Tues. London: Contract Practice Subcommittee, 2.30 p.m, 


DECEMBER. 
13 Thur. London: Propaganda Subcommittee, 2.45 p.m, 
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